Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

LIMITED OFFICIAL USE 

PAGE 01 TUNING 02378 251027Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO OCL-OO SY-05 FBOE-OO 
A-01 OCPE-OO /025 W 

105846 252101Z/45 

R 251018Z AUG 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 4630 
AMEMBASSY BONN 
AMEMBASSY LONDON 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE LENINGRAD 02378 

DEPT FOR A/OC/S, A/OC/PE, A/OC/L, A/OC/T, A/SY/OPS/T, A/FBO 

BONN FOR RCO 

LONDON FOR ATO 

MOSCOW FOR RSO, TSO, CRO 

FRANKFURT FOR RTC, RSS 

E.O. 11652: N/A 

TAGS: AFOP, ABLD, ASEC, ACOM, ASAF. UR, EA 

SUBJECT: COMMUNICATIONS CENTER SMOKE DETECTION SYSTEM 

REF: A. LENINGRAD 499 (NOTAL), B. STATE A-2424 

1 . FBO SUPPLIED HONEYWELL TC-100 SMOKE DETECTION SYSTEM HAS BEEN 
INSTALLED IN ALL RESTRICTED AREAS AT POST, INCLUDING COMMUNICATIONS 
CENTER. 

2. C&R VAULT INSTALLATION WAS MADE WITH UNSHIELDED 16 GAGE TWISTED 
PAIR WIRE SUPPLIED WITH SYSTEM. ALL VAULT WIRING INSTALLED IN ONE- 
HALF INCH EMT CONDUIT. THIS PORTION OF THE SMOKE DETECTION SYSTEM 
HAS BEEN OPERATIONAL FOR APPROXIMATELY 60 DAYS. 
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3. REFTEL A, PARA 6 REQUESTED CONCURRENCE OF OC/S, OC/PE, SY/T AND 
FBO FOR INSTALLATION OF HONEYWELL SYSTEM IN C&R VAULT. TO DATE, NO 
ANSWER TO THIS REQUEST HAS BEEN RECEIVED. 

4. REFERENCE B INDICATES APPROVED SMOKE DETECTION SYSTEM HAS BEEN 
IDENTIFIED BUT DOES NOT SPECIFY TYPE OR MANUFACTURER. 
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5. PLEASE ADVISE. BUCHANAN 
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